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DETECTING LIGHT IN 
WHISPERING-GALLERY-MODE 
RESONATORS 

STATEMENT REGARDING FEDERALLY 
SPONSORED RESEARCH 

The systems and techniques described herein were made in 
the performance of work under a NASA contract, and are 
subject to the provisions of Public Law 96-517 (35 USC 202) 
in which the Contractor has elected to retain title. 

BACKGROUND 

This application relates to optical resonators and cavities. 

A dielectric material may be shaped to construct an optical 
whispering-gallery-mode (“WGM”) resonator which sup- 
ports one or more whispering gallery (“WG”) modes. These 
WG modes represent optical fields confined in an interior 
region close to the surface of the resonator due to the total 
internal reflection at the boundary. For example, micro- 
spheres with diameters from few tens of microns to several 
hundreds of microns have been used to form compact optical 
WGM resonators. Such a spherical resonator can include at 
least a portion of the sphere that comprises the sphere’s equa- 
tor. The resonator dimension is generally much larger than the 
wavelength of light so that the optical loss due to the finite 
curvature of the resonators is small. As a result, a high quality 
factor, Q, may be achieved in such resonators. Some micro- 
spheres with sub -millimeter dimensions have been demon- 
strated to exhibit very high quality factors for light waves, 
ranging from 10 3 to 1 0 9 for quartz micro spheres. Hence, opti- 
cal energy, once coupled into a whispering gallery mode, can 
circulate within the WGM resonator with a long photon life 
time. Such hi-Q WGM resonators may be used in many 
optical applications, including optical filtering, optical delay, 
optical sensing, lasers, and opto -electronic oscillators. 

SUMMARY 

In one implementation, an optical device can include a 
whispering gallery mode (WGM) optical resonator config- 
ured to support one or more whispering gallery modes; and a 
photodetector optically coupled to an exterior surface of the 
optical resonator to receive evanescent light from the optical 
resonator to detect light inside the optical resonator. The 
photodetector may be in direct contact with the exterior sur- 
face of the optical resonator. The photodetector may also be 
separated from the exterior surface of the optical resonator by 
a gap. In addition, a transparent material may be placed 
between the photodetector and the exterior surface of the 
optical resonator. 

In another implementation, an optical device can include 
first and second optical resonators each configured to support 
whispering gallery modes. The first and said second optical 
resonators are optically coupled to each other to allow for 
light coupling from a first whispering gallery mode in the first 
optical resonator to a second whispering gallery mode in the 
second optical resonator. This device can also include a first 
photodetector optically coupled to the first optical resonator 
to detect light in the first optical resonator; and a second 
photodetector optically coupled to the second optical resona- 
tor to detect light in the second optical resonator. 

A method is also provided in this application where a 
photodetector is placed near or in contact with an exterior 
surface of a whispering gallery mode (WGM) optical reso- 
nator to optically couple the photodetector to an evanescent 


BRIEF DESCRIPTION OF THE DRAWINGS 

FIGS. 1, 2, 3, 4A, and 4B illustrate various exemplary 
resonator configurations that support whispering gallery 
modes. 

FIGS. 5A and 5B illustrate two evanescent coupling 
examples. 

FIGS. 6, 7, 8A and 8B show three examples of WGM 
resonators that are directly coupled to a photodetector. 

FIG. 9 shows an optical filter with two or more WGM 
resonators cascaded to form an optical filter where each 
WGM resonator is directly coupled to a photodetector. 

FIGS. 10A and 10B show one implementation of a tunable 
WGM resonator based on an electro-optic effect. 

DETAILED DESCRIPTION 

Examples and implementations of optical devices in this 
application include a whispering gallery mode (WGM) opti- 
cal resonator configured to support one or more whispering 
gallery modes, and a photodetector optically coupled to an 
exterior surface of the optical resonator to receive evanescent 
light from the optical resonator to detect light inside the 
optical resonator. The photodetector can be a semiconductor 
photodetector (e.g., Si, Ge, InGaAs, etc.) and has a sensing 
surface that is placed in the evanescent field of light confined 
in the optical resonator. The photodetector can be in direct 
contact with or spaced from an exterior surface of the optical 
resonator to directly and evanescently coupled to the optical 
resonator. 

The geometries of the WGM resonators may be in various 
configurations. FIGS. 1, 2, and 3 illustrate three exemplary 
geometries for implementing such WGM resonators. 

FIG. 1 shows a spherical WGM resonator 100 which is a 
solid dielectric sphere. The sphere 100 has an equator in the 
plane 102 which is symmetric around the z axis 101. The 
circumference of the plane 102 is a circle and the plane 102 is 
a circular cross section. A WG mode exists around the equator 
within the spherical exterior surface and circulates within the 
resonator 100. The spherical curvature of the exterior surface 
around the equator plane 102 provides spatial confinement 
along both the z direction and its perpendicular direction to 
support the WG modes. The eccentricity of the sphere 100 
generally is low. 

FIG. 2 shows an exemplary spheriodal microresonator 200. 
This resonator 200 may be formed by revolving an ellipse 
(with axial lengths a and b) around the symmetric axis along 
the short elliptical axis 101 (z). Therefore, similar to the 
spherical resonator in FIG. 1, the plane 102 in FIG. 2 also has 
a circular circumference and is a circular cross section. Dif- 
ferent from the design in FIG. 1, the plane 102 in FIG. 2 is a 
circular cross section of the non-spherical spheroid and 
around the short ellipsoid axis of the spheroid. The eccentric- 
ity of resonator 100 is (1 -b 2 /a 2 ) 172 and is generally high, e.g., 
greater than 10 -1 . Hence, the exterior surface is the resonator 
200 is not part of a sphere and provides more spatial confine- 
ment on the modes along the z direction than a spherical 
exterior. More specifically, the geometry of the cavity in the 
plane in which Z lies such as the zy or zx plane is elliptical. 
The equator plane 102 at the center of the resonator 200 is 


field of light in the optical resonator. The photodetector is 
used to receive evanescent light from the optical resonator to 
detect light inside the optical resonator. 

These and other implementations are now described in 
greater detail in the following drawings, the detailed descrip- 
tion, and the claims. 
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perpendicular to the axis 101 (z) and the WG modes circulate 
near the circumference of the plane 102 within the resonator 

200 . 

FIG. 3 shows another exemplary WGM resonator 300 
which has a non- spherical exterior where the exterior profile 5 
is a general conic shape which can be mathematically repre- 
sented by a quadratic equation of the Cartesian coordinates. 
Similar to the geometries in FIGS. 1 and 2, the exterior 
surface provides curvatures in both the direction in the plane 
102 and the direction of z perpendicular to the plane 102 to 10 
confine and support the WG modes. Such a non- spherical, 
non-elliptical surface may be, among others, a parabola or 
hyperbola. The plane 102 in FIG. 3 is a circular cross section 
and a WG mode circulates around the circle in the equator. 

The above three exemplary geometries in FIGS. 1, 2, and 3 15 
share a common geometrical feature that they are all axially 
or cylindrically symmetric around the axis 101 (z) around 
which the WG modes circulate in the plane 102. The curved 
exterior surface is smooth around the plane 102 and provides 
two-dimensional confinement around the plane 102 to sup- 20 
port the WG modes. 

Notably, the spatial extent of the WG modes in each reso- 
nator along the z direction 101 is limited above and below the 
plane 102 and hence it may not be necessary to have the 
entirety of the sphere 100, the spheroid 200, or the conical 25 
shape 300. Instead, only a portion of the entire shape around 
the plane 102 that is sufficiently large to support the whisper- 
ing gallery modes may be used to for the WGM resonator. For 
example, rings, disks and other geometries formed from a 
proper section of a sphere may be used as a spherical WGM 30 
resonator. 

FIGS. 4 A and 4B show a disk-shaped WGM resonator 400 
and a ring-shaped WGM resonator 420, respectively. In FIG. 

4 A, the solid disk 400 has a top surface 4 01 A above the center 
plane 102 and a bottom surface 401B below the plane 102 35 
with a distance H. The value of the distance H is sufficiently 
large to support the WG modes. Beyond this sufficient dis- 
tance above the center plane 102 , the resonator may have 
sharp edges as illustrated in FIGS. 3, 4 A, and 4B. The exterior 
curved surface 402 can be selected from any of the shapes 40 
shown in FIGS. 1,2, and 3 to achieve desired WG modes and 
spectral properties. The ring resonator 420 in FIG. 4B may be 
formed by removing a center portion 410 from the solid disk 
400 in FIG. 4 A. Since the WG modes are present near the 
exterior part of the ring 420 near the exterior surface 402, the 45 
thickness h of the ring may be set to be sufficiently large to 
support the WG modes. 

An optical coupler is generally used to couple optical 
energy into or out of the WGM resonator by evanescent 
coupling. FIGS. 5A and 5B show two exemplary optical 50 
couplers engaged to a WGM resonator. The optical coupler 
may be in direct contact with or separated by a gap from the 
exterior surface of the resonator to effectuate the desired 
critical coupling. FIG. 5 A shows an angle-polished fiber tip as 
a coupler for the WGM resonator. A waveguide with an 55 
angled end facet, such as a planar waveguide or other 
waveguide, may also be used as the coupler. FIG. 5B shows a 
micro prism as a coupler for the WGM resonator. Other 
evanescent couplers may also be used, such as a coupler 
formed from a photonic bandgap material. 60 

In WGM resonators with uniform indices, a part of the 
electromagnetic field of the WG modes is located at the 
exterior surface of the resonators. A gap between the optical 
coupler and the WGM resonator with a uniform index is 
generally needed to achieve a proper optical coupling. This 65 
gap is used to properly “unload” the WG mode. The Q-factor 
of a WG mode is determined by properties of the dielectric 


4 

material of the WGM resonator, the shape of the resonator, the 
external conditions, and strength of the coupling through the 
coupler (e.g. prism). The highest Q-factor may be achieved 
when all the parameters are properly balanced to achieve a 
critical coupling condition. In WGM resonators with uniform 
indices, if the coupler such as a prism touches the exterior 
surface of the resonator, the coupling is strong and this load- 
ing can render the Q factor to be small. Hence, the gap 
between the surface and the coupler is used to reduce the 
coupling and to increase the Q factor. In general, this gap is 
very small, e.g., less than one wavelength of the light to be 
coupled into a WG mode. Precise positioning devices such as 
piezo elements may be used to control and maintain this gap 
at a proper value. 

A photodetector can be in direct contact with or spaced 
from an exterior surface of the optical resonator to directly 
and evanescently couple to the optical resonator to receive 
light from the optical resonator. FIGS. 6, 7 and 8 A and 8B 
show example configurations for coupling such a photode- 
tector to a WGM resonator. 

FIG. 6 shows a WGM resonator 601 in direct contact with 
a photodetector 610. The photodetector 610 includes a pho- 
todetector surface 612 to receive light for detection. This 
surface 6 1 2 is placed in contact with the exterior surface of the 
WGM resonator 601 so that the light in the evanescent field of 
a WG mode in the optical resonator 601 is received by the 
surface 612 and the received light is converted into a detector 
signal. 

FIG. 7 shows another coupling design where a WGM reso- 
nator 601 and a photodetector 610 are spaced from each other 
by an air gap 710. The gap 710 is sufficiently small so that the 
photodetector surface 612 is within the reach of the evanes- 
cent field of a WG mode in the optical resonator 601 and the 
received light is converted into a detector signal. 

The optical coupling between the photodetector 610 and 
the WGM resonator 601 is stronger in the configuration in 
FIG. 6 than that in FIG. 7. Such coupling can affect the quality 
factor Q of the WGM resonator 601. The gap 710 in the 
configuration in FIG. 7 can be adjusted to adjust the coupling 
strength to maintain a desired Q for the WGM resonator 601 . 

FIGS. 8A and 8B show two examples where a transparent 
spacer or a lightspan spacer is placed between the photode- 
tector 610 and the WGM resonator 601 to allow for direct 
coupling of light from the resonator 601 into the detector 610. 
The thickness of the spacer can be controlled to set the cou- 
pling strength between the photodetector 610 and the WGM 
resonator 601. To reduce the Q of the resonator 601, the 
thickness of the spacer can be reduced. The thickness of the 
spacer can be increased to decrease the detector-resonator 
coupling and to increase the Q of the resonator 601. In one 
implementation, the refractive index of the spacer is less than 
the refractive index of the photodetector 610 and the refrac- 
tive index of the WGM resonator 60 1 . A polymer material, for 
example, can be used to implement such a spacer. As a spe- 
cific example in a CaF2 WGM resonator, a polymer coating 
with a refractive index around 1 .33 and a thickness of 50 to 
1 50 nm can be placed on a detector surface as the spacer. 

In FIG. 8 A, the spacer is a transparent layer 810 coated on 
the surface 612 of the photodetector 610 and the layer 810 is 
in contact with the exterior of the WGM resonator 601. In 
FIG. 8B, the spacer is a transparent layer coated on the exte- 
rior of the WGM resonator 601 and the surface 612 of the 
photodetector 610 is placed in direct contact with the layer 
820. The thickness of the spacer can be set during the coating 
process for a desired coupling strength. The photodetector 
610 can be placed on a metal strip line that provides electrical 
contact for the photodetector 610. 
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The above direct coupling between the photodetector 610 
and the WGM resonator 601 eliminates the need for an optical 
coupler between the photodetector 610 and the WGM reso- 
nator 601 and associated alignment operations for aligning 
the optical coupler to the WGM resonator 601. Hence, the 5 
photodetector 610 and the WGM resonator 601 are integrated 
to each other with direct optical coupling. This integrated 
assembly of the photodetector 610 and the WGM resonator 
601 can be used in various applications. 

For example, such an integrated assembly of the photode- to 
tector 610 and the WGM resonator 601 can be used as an 
optical filter. A single WGM resonator as an optical filter 
generally produces a Lorentzian-shaped filter function. Non- 
Lorentzian filter functions may be desirable in certain appli- 
cations. For example, a sharper spectral roll-off than the typi- 15 
cal Lorentzian filter function may be desired filtering certain 
optical signals. As another example, it may be desirable to 
have a relatively flatter spectral passband than a Lorentzian 
filter function. A composite filter may thus be constructed to 
produce such and other non-Lorentzian filter functions by 20 
optically cascading and coupling two or more WGM resona- 
tors. In this composite filter, an input optical signal passes 
through the WGM resonators and is filtered more than once to 
produce the desired output spectral profile in the optical trans- 
mission of the filter. 25 

In designing such a composite filter, the resonator frequen- 
cies of the cascaded WGM resonators are set to be close to one 
anther to overlap their respective filter functions. It is desir- 
able that the relative positions of the resonator frequencies are 
properly selected in order to achieve the desired filter function 30 
for the composite filter. Certainly, the relative positions of the 
resonator frequencies may be permanently fixed during fab- 
rication of the WGM resonators and assembly of the compos- 
ite filter. However, it may be preferable that such a composite 
filter be tunable so that a specific composite filter function 35 
may be generated and changed at a user’s choice. The tuning 
is temporary in the sense that the composite filter function is 
constant when the corresponding control signal is set a par- 
ticular state or value. As the control signal is adjusted, the 
composite filter function is also changed accordingly. There- 40 
fore, the composite filter may be dynamically adjusted during 
operation of the filter or set to produce different filter func- 
tions for different operating conditions or in different appli- 
cations. This tunability in the non-Lorentzian filter function 
can provide the user with the flexibility in using the same 45 
composite filter in different operating conditions and in dif- 
ferent applications 

FIG. 9 shows an exemplary composite filter having three 
cascaded WGM resonators optically cascaded with one 
another. The resonators may be identical and may be differ- 50 
ent. In some implementations, the resonators may have 
approximately the same diameter or dimension to have simi- 
lar quality factors. In certain other implementations, it may be 
advantageous to use different resonators with different geom- 
etries or physical dimension to use their difference in the 55 
spectral profile to produce the desired composite filter func- 
tion. Two adjacent resonators are placed close to or in contact 
with each other to allow for direct optical coupling under 
proper resonance conditions. Alternatively, an optical cou- 
pling mechanism may be placed between two adjacent reso- 60 
nators to assist and facilitate the inter-resonator optical cou- 
pling. An input optical coupler 912 is placed near or in contact 
with the first resonator to couple an input optical signal 931 
into the first resonator of the filter 900. An output optical 
coupler 922 is placed near or in contact with the third reso- 65 
nator to couple optical energy inside the third resonator out to 
produce an output optical signal 932 as the transmission of the 
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filter 900. A support base, such as a substrate, may be used to 
hold and fix the components of the filter 600 in position. 
Implementation of additional cascaded resonators allows for 
additional flexibility in designing the final composite filter 
function and produces higher order filter functions. 

In one implementation, at least one resonator in FIG. 9 can 
be a tunable WGM resonator. A cavity control unit 901 is 
coupled to control and tune the tunable resonator via a control 
signal 910. In general, the tunable resonator may be tuned in 
any suitable manner by using the control signal 910 to adjust 
a parameter of the resonator, e.g., a direct change in its refrac- 
tive index, its temperature, its geometry, etc. Such a change 
causes the cavity resonance to shift relative to the resonance 
of another resonator, or other parameter in the output of the 
tunable resonator (e.g., the linewidth) to change. The corre- 
sponding control signal may be adjusted to tune and set the 
resonator to any point within the operating range if needed. 

Various mechanisms may be used to tune a WGM resona- 
tor. The dielectric material, the shape and dimension of the 
resonator, the conditions of the surroundings of the resonator, 
and the coupling of the optical coupler for the resonator may 
affect the spectral properties of the resonator. For a given 
dielectric material under known surrounding conditions, a 
resonator may be tuned to alter its spectral properties by 
changing the shape of the resonator through, e.g., stretching 
or compressing the resonator. In another example, the tem- 
perature of the resonator may be controlled to change both of 
its dimension and its refractive index to change the filter 
function of the resonator. 

In particular, a WGM resonator may be made of a material 
whose index changes in response to an applied stimulus such 
as a radiation field or an electric field. Such tuning mecha- 
nisms avoid certain complications associated with a change in 
the shape or dimension of the resonator. For example, an 
electro-optic material may be used to construct the WGM 
resonator and an external electric field may be applied to 
change the refractive index of the resonator in tuning the 
resonator. 

FIGS. 10A and 10B shows an example of a tunable electro- 
optic WGM resonator 1000 used as the first resonator 610 in 
FIG. 9A. Such an electro-optic WGM resonator may also be 
used as the second resonator in FIG. 9 A. The electro -optic 
material for the resonator 1000 may be any suitable material, 
including an electro-optic crystal such as Lithium Niobate 
and semiconductor multiple quantum well structures. One or 
more electrodes 1011 and 1012 may be formed on the reso- 
nator 1000 to apply the control electrical field in the region 
where the WG modes are present to control the index of the 
electro -optical material and to change the filter function of the 
resonator. Assuming the resonator 1000 has disk or ring 
geometry as in FIG. 4A or 4B, the electrode 1011 may be 
formed on the top of the resonator and the electrode 1012 may 
be formed on the bottom of the resonator as illustrated in the 
side view of the device in FIG. 10B. In one implementation, 
the electrodes 1011 and 1012 may constitute an RF or micro - 
wave resonator to apply the RF or microwave signal to co- 
propagate along with the desired optical WG mode. The 
electrodes 1011 and 1012 may be microstrip line electrodes. 

In the above optical filters with two or more coupled WGM 
resonators, at least one of the coupled WGM resonators may 
be made of a radiation-sensitive material for permanently 
tuning the spectral properties of the WGM resonator by illu- 
mination of the resonator with sensitizing light after it is 
fabricated and without changing the geometry of the resona- 
tor. In one implementation, for example, a dielectric material 
transparent to radiation of wavelengths in a first radiation 
spectral range is configured to change a refractive index of the 
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material when exposed to sensitizing radiation at a sensitizing 
wavelength in a second radiation spectral range. The first 
spectral range may be any range in which the resonator is to 
be operated, such as wavelengths around 1550 nm for optical 
communications. The second spectral range is different and 5 
separate from the first spectral range, such as the UV range or 
other suitable spectral ranges different from the spectral range 
of the light in WG modes. A micro resonator is fabricated 
from the dielectric material to support whispering gallery 
modes for radiation in the first radiation spectral range. Next, 
the fabricated resonator is exposed to radiation at the sensi- 
tizing wavelength in the second radiation spectral range to 
modify the refractive index of the resonator until the refrac- 
tive index is changed to a desired value at which the resonator 1 5 
produces a desired resonator spectrum in the first spectral 
range. 

The above change of the index by exposure to the sensitiz- 
ing radiation is generally permanent. This may be achieved by 
doping the dielectric material with radiation- sensitive ions, 20 
e.g., a Ge-doped silica that is sensitive to UV sensitizing light. 
Under this approach, the change in the index of the resonator 
is controlled by controlling the exposure. A number of advan- 
tages can be achieved with this approach. For example, the 
permanent nature of the change in the index avoids the tech- 25 
nical difficulties of maintaining the precise amount of stretch- 
ing or compression on the resonator in typical mechanical 
approaches. Different WGM resonators may be tuned with 
this approach to have one or more common resonator fre- 
quencies. A WGM resonator may be so tuned to a desired 30 
resonator frequency in a systematic and controllable manner. 

In addition, different resonant frequencies of such a resonator 
can be tuned at the same time as a whole so that there is no 
need for correcting relative shifts of spectral lines. This 
approach is simple without complex mechanical controls or 35 
chemical processing steps. The tuning may be monitored and 
controlled with desired precision. 

One convenient implementation of the radiation- sensitive 
material for any of above WGM resonator configurations is to 
use a UV-sensitive material to fabricate the resonator. After 40 
the resonator is fabricated, the resonator is exposed to the UV 
light at the proper wavelength to change the index. Ge-doped 
silica, for example, has low optical losses at about 1550 nm 
and a high sensitivity to UV sensitizing light. It is possible to 
shift the index of such a silica by an amount of about 10 -2 to 45 
1 0 -4 with proper amount of exposure to the UV light at about 
351 nm. In the frequency domain, an eigen frequency of 200 
THz of a WGM resonator may be shifted from 10 to 1000 
GHz. For a micro sphere resonator with a diameter of about 
1000 microns, This shift is close to the free spectral range of 50 
the resonator. Hence, with this large tuning range comparable 
to the free spectral range, it is possible to design and engineer 
the eigen frequency of a WGM resonator to be at any desired 
frequency. 

Referring back to the tunable filter shown FIG. 9, at least 55 
one of the WGM resonators may be made of a radiation- 
sensitive material to permanently tune their relative spectral 
properties by exposure to a proper amount of radiation. In 
operation, at least one of the cascaded resonators is tuned by 
the control 901 to tune the spectral property of the overall 60 
filter. For example, the first resonator may be made of an 
electro -optic material to provide dynamic tuning to the filter 
900 after the fabrication is completed and during the normal 
operation of the filter 900. Another resonator may be made of 
Ge-doped silica to allow for permanently tuning of the rela- 65 
five spectral properties of the resonators during the fabrica- 
tion of the filter 900. 
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While this specification contains many specifics, these 
should not be construed as limitations on the scope of any 
invention or of what may be claimed, but rather as descrip- 
tions of features that may be specific to particular embodi- 
ments of particular inventions. Certain features that are 
described in this specification in the context of separate 
embodiments can also be implemented in combination in a 
single embodiment. Conversely, various features that are 
described in the context of a single embodiment can also be 
implemented in multiple embodiments separately or in any 
suitable subcombination. Moreover, although features may 
be described above as acting in certain combinations and even 
initially claimed as such, one or more features from a claimed 
combination can in some cases be excised from the combi- 
nation, and the claimed combination may be directed to a 
subcombination or variation of a subcombination. 

Only a few implementations are disclosed. However, it is 
understood that variations and enhancements may be made. 

What is claimed is: 

1. An optical device, comprising: 

a whispering gallery mode (WGM) optical resonator con- 
figured to support one or more whispering gallery 
modes; 

a photodetector optically coupled to an exterior surface of 
the optical resonator to receive evanescent light from the 
optical resonator to detect light inside the optical reso- 
nator; and 

a spacer comprising a transparent material positioned 
between the photodetector and the exterior surface of the 
optical resonator, wherein the spacer is in direct physical 
contact with the exterior surface of the optical resonator 
and the photodetector. 

2. The device as in claim 1, wherein the refractive index of 
the transparent material is less than (1) a refractive index of 
the optical resonator and (2) a refractive index of the photo - 
detector. 

3. The device as in claim 1, wherein the transparent mate- 
rial is a polymer. 

4. The device as in claim 1, wherein the transparent mate- 
rial is coated on the photodetector. 

5. The device as in claim 1, wherein the transparent mate- 
rial is coated on the exterior surface of the optical resonator. 

6. The device as in claim 1, wherein the optical resonator is 
made of at least a part of a spheroid to support one or more 
whispering-gallery modes circulating along an equator in a 
circular cross section of said spheroid and around a short 
ellipsoid axis of said spheroid . 

7. The device as in claim 1, wherein the optical resonator 
has a disk shape. 

8. The device as in claim 1, wherein the optical resonator is 
made of at least a part of a sphere to support one or more 
whispering-gallery modes circulating along an equator. 

9. The device as in claim 1, wherein the optical resonator 
includes an electro -optical material, and the device comprises 
a control unit to apply an electrical control signal to the 
optical resonator to tune a frequency of the optical resonator. 

10. The device as in claim 9, wherein the optical resonator 
includes a lithium niobate crystal. 

11. The device as in claim 1, comprising an optical coupler 
that is optically coupled to the optical resonator. 

12. The device as in claim 11, wherein the optical coupler 
includes a waveguide. 

13. The device as in claim 11, wherein the optical coupler 
includes a photonic bandgap material. 

14. The device as in claim 11, wherein the optical coupler 
includes a prism. 
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15. A device, comprising: 

first and second optical resonators each configured to sup- 
port whispering gallery modes, wherein the first and said 
second optical resonators are optically coupled to each 
other to allow for light coupling from a first whispering 
gallery mode in the first optical resonator to a second 
whispering gallery mode in the second optical resonator; 

a first photodetector optically coupled to the first optical 
resonator to detect light in the first optical resonator; 

a first spacer comprising a transparent material positioned 
between the first photodetector and an exterior surface of 
the first optical resonator, wherein the first spacer is in 
direct physical contact with the exterior surface of the 
first optical resonator and the first photodetector; 

a second photodetector optically coupled to the second 
optical resonator to detect light in the second optical 
resonator; and 

a second spacer comprising a transparent material posi- 
tioned between the second photodetector and an exterior 
surface of the second optical resonator, wherein the sec- 
ond spacer is in direct physical contact with the exterior 
surface of the second optical resonator and the second 
photodetector. 

16. The device as in claim 15, wherein at least one of the 
first and said second optical resonators is tunable in response 
to a control signal. 

17. A method, comprising: 

placing a photodetector near an exterior surface of a whis- 
pering gallery mode (WGM) optical resonator to opti- 
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cally couple the photodetector to an evanescent field of 
light in the optical resonator; 
placing a spacer comprising a transparent material posi- 
tioned between the photodetector and the exterior sur- 
5 face of the first optical resonator, wherein the spacer is in 

direct physical contact with the exterior surface of the 
first optical resonator and the first photodetector; and 
using the photodetector to receive evanescent light from 
the optical resonator to detect light inside the optical 
to resonator. 

18. The device as in claim 1, wherein a thickness of the 
spacer is controlled to set a coupling strength between the 
photodetector and the optical resonator, and to adjust the Q 
factor of the one or more whispering gallery modes. 

15 19. The device as in claim 15, wherein a thickness of the 

first spacer is controlled to set a coupling strength between the 
first photodetector and the first optical resonator, and to adjust 
the Q factor of the one or more whispering gallery modes ; and 
wherein a thickness of the second spacer is controlled to set 
20 a coupling strength between the second photodetector 

and the second optical resonator, and to adjust the Q 
factor of the one or more whispering gallery modes. 

20. The method as in claim 17, further comprising control- 
ling a thickness of the spacer to set a coupling strength 
25 between the photodetector and the optical resonator, and to 
adjust the Q factor of the one or more whispering gallery 
modes. 



